a simple hybrid-diagram ‘infographic’ 

—elevation, map, cutaway, symbols— intended to attract newspaper readers 
in a custom-integrated layout scanning narrow columns of text 
transmitted pre-desktop on a newswire fax machine to glance at this 3-column overview 


to provide a quick visual summary of the story thus to be drawn into the story’s content 
and perhaps read the accompanying columns of text, as well 


Acid Rain: Killing Vermont’s Maple Trees 


These pollutants are blown from These airborne , 

America’s ” Industrial Heartland” chemical pollutants UGUA 

to Vermont by weather systems mix with rainwater GRAW 

that predominately move from causing highly PUHH. AM, 
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The acidic rain- 
water seeps 
into the ground 
a| and is absorbed 

\| by roots, affecting 
tree growth and 


o Sulfur dioxide, nitrogen 

0 oxides and hydrocarbons-- 
from factories, burning 

fuel oil and vehicles-- 

enter the atmosphere. 
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